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A Mechanically Extendible Boom 



The problem: 

To design a telescoping boom of high strength and 
rigidity which will allow a gravity dump at any point 
in the extension cycle. 

The solution: 

Use a series of elements connected by idler rollers 
and two tapes, one for extension and one for retrac- 
tion. 


How it’s done: 

An idler roller is attached to the tip of each element 
(tube) except the last; a tape is attached to the first 
telescoping element, passed over the roller, back be- 


tween the tube segments, and attached to the next 
tube. This procedure is continued until all segments 
are connected; then the tape is passed back to a 
take-up drum. A second tape is attached to the base 
of each segment and attached to a retraction take- 
up drum. By sizing the drums and interconnecting 
the extension take-up with the retraction take-up 
through a gear train, the tapes can be coordinated 
so that they will always be taut during extension or 
retraction of the boom. 

Flexible cables of small diameter may be substituted 
for tapes. The retraction tapes form a furlable tube 
as the boom is extended and can be used as a chute 
to deposit the soil by simply raising the boom to a 
vertical position. 

(continued overleaf) 


This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States 
Government nor any person acting on behalf of the United States 


Government assumes any liability resulting from the use of the 
information contained in this document, or warrants that such use 
will be free from privately owned rights. 
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Note: 

Documentation is available from: 

Clearinghouse for Federal Scientific 
and Technical Information 
Springfield, Virginia 22151 
Price $3.00 

Reference: TSP69- 10328 


Patent status: 

Inquiries about obtaining rights for the commercial 
use of this invention may be made to NASA, Code 
GP, Washington, D.C. 20546. 

Source: Wilfred H. Bachle of 
Philco-Ford Corporation 
under contract to 
NASA Pasadena Office 
(NPO-1 1 1 18) 
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